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Patient Types... 


The Indoor Worker 


fice workers — eight hours or more at a desk —a short recess for 
a grab-a-bite lunch — little or no exercise, not even a brisk walk. Many 
become addicted to the use of cathartics. 
Petrolagar.aids these patients when taken with a rational regimen of \ 
- Mie and exercise. It helps them to avoid a return to the old cathartic, 
yprevents ‘discouragement. 
.. Petrolagar,“a palatable emulsion of 65% (by volume) pure mineral 
~ oil emulsified with agar-agar, has many advantages over plain mineral 
oil. It mixes easily with bowel content, supplying unabsorbable moisture 
with less tendency to leakage. It does not upset digestion. 





Write for information 

an the sew ee Z re ao _eematecios of Canada, Ltd.. 
tal Dispensing Unit for iott Street, 

jt eye oe be only Windsor, Ontario Dept-. G. H.11 


Gentlemen:—Send me copy of ‘“‘HABIT 
TIME” (of bowel movement) and spec- 
imens of Petrolagar. 
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* O instrument can be too perfect for 
skilled hands.” 
The Bard-Parker Knife is the result of 
twelve years constant effort to make a 
better detachable blade scalpel. 
Your Bard-Parker Knife will serve you 
well, for by simply replacing the used 
blade with a new razor sharp blade, it is 
always ready fer .2se. 


Prices—Bard-Parker Handles No. 3 and 
4—$1.00 each. No. 5— $1.50 each. 
Blades, all sizes, six of one size per pack- 
age—$1.50 per dozen. 


Quantity Discounts —Orders of one to 5 
gross, assorted sizes of blades, unit de- 
livery—10%. Orders of 5 gross or 
more, assorted sizes of blades, unit de- 


livery—15%. 


BARD-PARKER COMPANY, Inc 
369 Lexington Avenue, New York,N.Y. 
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in cystitis and pyelitis 


~- PYRIDIUM~ 


Phenyl-azo-alpha-alpha-diamino-pyridine hydrochloride 
(Manufactured by The Pyridium Corp.) 


For oral administration in the specific treatment 
of genito-urinary and gynecological affections 


Sole distributors in Canada 


MERCK & CO. Limited Msstpocil 


412 St. Sulpice St. 
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McKesson 
Anesthetic Machines 


With this apparatus, when pressure is re- 
quired at the inhaler, as in dental, tonsil, nasal 
and other operations, tightening the pressure 
screw produces this pressure without disturbing 
the depth of anesthesia or without changing the 





mixture of gases. 


Write for Information 





McKesson Universal \ y 
Unit No. 100 


Toledo Technical Appliance Company 


2226-32 ASHLAND AVE., TOLEDO, OHIO, U.S.A. 
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Accurate Diagnosis 


The No. 1-A Electrical Stethoscope emphasizes only 
those sounds to which the doctor desires to listen. 
This makes it capable of giving you valuable evidence 
in cases where the natural limitations of the Standard 
Acoustic Stethoscope are inadequate. 


The important development of this electrical Stetho- 
scope is a special vacuum tube amplifier. This allows 
a practically distortionless reproduction over the en- 
tire range of frequencies in auscultations. The special 
electro-magnetic detector eliminates the difficulties 
inherent in the reproduction by carbon microphones. 
The electrical filter suppresses all sounds outside the 
band of frequencies to which you desire to listen. 


For colleges and: large medical conventions this 
Stethoscope is invaluable. It has ample power to 
permit attaching to it a large number of receivers. 


For further information on the No. 1-A Electrical 
Stethoscope write to the Research Products Sales 
Department, 637 Craig Street West, Montreal. 


Northern Q) Electric 


COMPANY LIMITED 
——_ Fe NATIONAL ELECTRICAL SERVICE 


STJOHN N.B. HALIFAX QUEBEC MONTREAL OTTAWA TORONTO HAMILTON LONDON WINDSOR NEW LISKEARD SUDBURY WINNIPEG REGINA CALGARY EDMONTON VANCOUVER 
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Recent Canadian 
Installations 
Western and General Hospi- 
tals, Montreal. 


Soldiers’ Memorial Hospital, 
Campbellton, N.B. 


Jeffrey Hale’s Hospital, 
Quebec City. 


Winnipeg General Hospital, 
Winnipeg. 








E Potter Tubular Fire Escape is recognized by 
those responsible for hospitals, schools, asylums 
and other public buildings, as the modern method of 
guarding against loss of life through fire. 
This system provides a simple and safe means of 
escape. It allows the removal of all inmates of a 
building in at least one-fifth of the time required by 


POTTER MANUFACTURING CORPORATION | 


1850 Conway Building, Chicago, IIl. 


of Safety 


any other method. Being fully enclosed it furnishes 
protection from falling obstacles, smoke, flame, ice 
or snow. 

Aside from the safety features it saves money in up- 
keep and length of service. 

The Potter Tubular Fire Escape is manufactured at 
Montreal and Winnipeg, Canada. 




















2539 Woodward Ave., 








I HK your Hospital (be it large or small) is con- 


templating a new X-Ray installation — or 
changes in your present installation——or the purchase 
of diathermy or ultra-violet apparatus——you will profit 


by consulting with us. 


We have equipped many Canadian Hospitals. May 


we tell you about them ? 


THE M. B. EVANS X-RAY COMPANY 


80 Richmond St. East, 211 Union Ave. N.E., 


DETROIT, Mich. TORONTO 2, Ont. GRAND RAPIDS, Mich. 





Exclusive Distributors of American X-Ray Corporation Apparatus 
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“Evidence dependent on histological meth- 
ods shows that a ration which induced 
rickets in the rat can be made definitely 
anti-rachitic by the simple expedient of 


exposing it to ultra-violet light.” 


DR. HARRY STEENBOCK 
in the Journal of Biological Chemistry of November, 1924. 


















HEN Dr. Harry Steenbock, of the University of Wisconsin, made the 
discovery set out above in his own words, nutritional science took a great 
forward stride. 












Irradiated Muffets—made from the wholewheat grain, cooked and toasted— 
is the first cereal food to contain the anti-rachitic Vitamin “ID” through the appli- 
cation of the Steenbock discovery. The dependence of human health on the 
properly balanced assimilation of calcium and phosphorous is increasingly recog- 
nized by physicians to-day. Without Vitamin “D” or its correlated agent in 
ultra-violet light these minerals are retained and utilized by the body with 
difficulty. Particularly in the ages of active growth and adolescence, when the 
child’s body demands an “activator” to lay down calcium and other mineral salts 
in the bone and tooth structure; in the period of pregnancy and lactation, when 
the great demand for these same skeletal elements is made on the mother; and in 
the stage of convalescence after acute illness, there is increased need for the anti- 
rachitic factor in an everyday, palatable, nutritious food to aid in the restoration 
of the calcium metabolism. 




















Irradiated Muffets, because of the addition of Vitamin “D” to the nutritional 
properties of wheat protein and bran roughage, have a distinct place in the dietary 
of the normal person, child or adult. They are not to be regarded as a therapeutic 
agent, with a high, concentrated vitamin potency, but as a natural food which will 
provide an additional factor to aid in the utilization of calcium and phosphorous. 
A biological assay of the Vitamin “D” in Muffets gives the following percentage 
of bone-ash as compared with an ordinary cereal of the same chemical constitution: 


Unirradiated wheat ..............00..000..... 30.7 
Irradiated Muffets ...............00.00000000. 


















Irradiation of Muffets makes no change in taste or appearance; or in nutritive 
content, except for the valuable addition of Vitamin “D”. Once irradiated, 
Muffets hold their irradiation under extreme conditions of storing. 













All Muffets now on grocers’ shelves are irradiated, whether so stated on the 
package or not. 


Prradiated VNhutlets 


THE QUAKER OATS COMPANY 
PETERBOROUGH and SASKATOON 
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CRESCENT DISHWASHER DIVISION The Hobart Manufacturing Co., Troy, Ohio 























THE CANADIAN HOSPITAL 











: ta Hosp ital | 
— 

















Evers Wha spital Meeds 


Micvo-L evelling ) 


EOPLE feel just as sick in small 
hospitals as in large ones and need 


just as much attention. In moving 


patients from floor to floor a jolt or a 
jar is agony. But much of this pain 
can now be eliminated. 


Otis-Fensom elevators with their ex- 
clusive Micro-levelling system elimin- 
ate the jolting of stopping and start- 


f 


We would be very 
pleased to discuss 
elevator problems 
with hospital 
boards or execu- 
tives and to put 
them in touch 
with hospital 
authorities who 
have had _ exper- 
ience with Micro- 
levelling elevators. 


ing and, because they automatically 
stop level with the floor, eliminate any 
jarring or bumping as the chair or 
table is wheeled on or off. 


Hospitals, large and small, from coast 
to coast are recognizing the superior 
performance of Otis-Fensom Micro- 
levelling elevators and are rapidly 
standardizing ‘on them. 


HAMILTON . ONTARIO 


Offices in all principal cities. 
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OTIS-FENSOM ELEVATOR COMPANY, LIMITED 
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Officials of 
Canadian Hospital Associations 


Alberta Hospital Association. 
President, Dr. A. H. Baker, Central Alberta Sanitarium, 


Calgary. 
Sec.-Treas., J. A. Montgomery, Edmonton. 


British Columbia Hospitals Association. 


President, J. H. McVety, Vancouver. 
Secretary, Miss M. S. Gray, Vancouver. 


Department of Hospital Service, 
Canadian Medical Association. 
Secretary, Dr. G. Harvey Agnew, 184 College Street, 
Toronto. 


Manitoba Hospital Association. 


President, A. McIntyre, Virden. 
Secretary, Dr. G. S. Williams, Superintendent, Children’s 
Hospital of Winnipeg. 


Maritime Catholic Hospital Association. 
iY ay Rev. Sister Mary of the Sacred Heart, Inverness, 


New Brunswick Hospital Association. 
President, John A. Reid, Fredericton. 
Sec.-Treas. Col. T. G. Loggie, Fredericton. 


Ontario Hospital Association. 
President, R. H. Cameron, Toronto. 
Secretary, Dr. F. W. Routley, Ontario Division, Canadian 
Red Cross, Toronto. 


Saskatchewan Hospital Association. 


President, J. J. Willetc, Unity. 
Sec.-Treas., G. E. Patterson, Regina. 
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Institution Probe Is Set 
In Motion 


SWEEPING enquiry covering the hospi- 
wy, A tals, asylums, reformatories, jails, orphan- 

ages, and all other humanitarian institu- 
tions of the province of Ontario has been ordered by 
the provincial government. The Board appointed to 
institute the enquiry is headed by P. D. Ross, publisher 
of the Ottawa Journal. Mr. Ross’ colleagues are David 
Wright, Stratford furniture manufacturer, and John 
McCutcheon, provincial Civil Service Commissioner, 
Toronto. As intimated in a speech at the last session 
of the legislature, this commission has power to ex- 
amine every nook and corner of Ontario’s institutions, 
hear the testimony of any and all officials under oath, 
and finally, to visit similar institutions in any part of 
the world in search of ideas. The outcome is awaited 
with interest in all quarters. 

It is the determination of Premier Ferguson that 
Ontario will be able to boast the finest institutional 
system in the world. Several months will be required 
to complete the investigation. It is expected that the 
proceedings of the Board will take the form of a tour 
of the institutions, holding minute inspections at each. 
In the following terms the text of the order-in-council 
appointing the commission authorizes an enquiry into 
and report on “the organization, administration, in- 
inspection and supervision” of : 

“1 The public general hospitals, private hospitals, 
public and private sanatoria, and hospitals or homes 
for incurables. More particularly the relations be- 
tween the government of Ontario and the bodies op- 
erating public or general hospitals, the payment of 
grants or hospital charges by the province and by the 
municipalities, and the fees charged to patients for hos- 
pital accommodation and services. 

“2 The Ontario hospitals for the insane and private 
sanatoria for the treatment and cure of mental ailments, 
the hospitals for epileptics, psychiatric hospitals, and 
the institutions for the care of the feeble-minded, in- 
cluding the adequacy or otherwise of the accommoda- 
tion provided for the patients in such institutions. 

“3 The penal and corrective institutions, including 
reformatories, industrial farms, county and district 
gaols, and any industries associated therewith. Also 
the operations of the Ontario board of parole and the 
administration of the extra-mural employment act. 

“4 The houses of refuge, orphanages, infants’ homes 
and industrial schools. 


“5. The agencies for the care of neglected and 
dependent children, sub-normal or under-privileged 
persons, and aged persons, and mothers in dependent 
circumstances. 

“6 Any cognate subjects or matters that may come 
to the attention of the commission during the progress 
of the investigation, or that may be referred to it from 
time to time by or on behalf of the government of 
Ontario. 

“7. The methods employed in other provinces of the 
Dominion and other countries in dealing with any of 
the subjects or matters referred to the commission, with 
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a view to recommending any improvements effected 
elsewhere that may be applicable to this province. 


“8. The relation of all these various activities to 
each other and the proper allotment of inspection and 
control among the branches and departments of the 
government, so as to avoid overlapping and duplica- 
tion of work and machinery, and to assure the most 
efficient, economical and satisfactory management and 
co-operation of all concerned.” 


a 


Few Changes in Directorate of Ontario 
Hospital Association 


At the Sixth Annual Convention of the Ontario 
Hospital Association held in the Royal York Hotel, 
Toronto, on October 16th, 17th, and 18th, the follow- 
ing were re-elected to office: Honorary Presidents, 
Col. Wm. Gartshore, London; Major G. G. Moncrieff, 
Petrolia; President, Mr. R. H. Cameron, Toronto; Ist 
Vice-President, Mr. Hugh Nickle, Kingston; 2nd Vice- 
President, Col. H. R. Casgrain, M.D., Windsor; Hon. 
Secretary-Treasurer, Dr. F. W. Routley, Toronto; 
Assistant Secretary, Miss Dorothy Dart. 


Except for three changes the Directors remain the 
same as for the past year. Those on the Directorate 
now include: Mr. R. Fraser Armstrong, Kingston; Dr. 
J. N. E. Brown, Toronto; Mr. H. H. Browne, Fort 
William; Dr. G. G. Clegg, London; Mrs. Frank Bull, 
Toronto; Dr. W. Dobbie, Weston; Miss Beatrice Ellis, 
Toronto; Dr. John Ferguson, Toronto; Mr. A. C. Gal- 
braith, Toronto; Dr. J. H. Holbrook, Hamilton; Miss 
M. McKee, Brantford; Dr. W. F. Langrill, Hamilton ; 
Mr. T. J. Maher, Perth; Gen. C. M. Neiles, Niagara- 
on-the-Lake; Mr. F. D. Reville, Brantford; Miss Pris- 
cilla Campbell, Chatham; Dr. D. M. Robertson, 
Ottawa; Mr. R. Tannahill, Belleville; Mr. D. Williams, 
Collingwood. 


Ue 
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British Columbia Hospital Association 
Elects New Officers 


The following have been elected to office in the 
British Columbia Hospitals Association at the recent 
Convention: Honorary President, The Honourable, 
the Provincial Secretary; Honorary Life Members, 
Dr. M. T. MacEachern, Mr. J. J. Banfield; President, 
Mr. J. H. McVety, Vancouver; Ist Vice-President, 
Mr. J. M. Coady, Vancouver ; 2nd Vice-President, Dr. 
E. M. Pearse, Victoria; Treasurer, Miss G. M. Currie, 
North Vancouver; Secretary, Miss M. F. Gray, Van- 
couver. 


Regional Representatives include the following: 
Vancouver Island, Mr. A. P. Glen, Ladysmith; Van- 
couver, Mr. F. C. Bell, Vancouver; Coast Mainland, 
Mr. G. W. Marshall, North Vancouver; Fraser Valley, 
Mr. R. C. McCulloch, Abbotsford; Yale-Cariboo, Mr. 
M. L. Grimmett, Merritt; Okanagan, Mr. W. B. 
Hughes-Games, Kelowna; Kootenay West, Mr. J. A. 
Wilson, Revelstoke; Kootenay East, Mother Nazareth, 
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Cranbrook; Grand Trunk, Miss J. A. Harrison, 
Prince Rupert. 


The following have been elected to the Executive 
Committees: Medical Affairs, Dr. E. J. Gray, Van- 
couver; Business Affairs, Mr. Geo. McGregor, Vic- 
toria; Nursing Affairs, Miss C. E. Jackson, Duncan; 
Constitution and By-laws, Mr. E. S. Withers, New 
Westminster; Women’s Auxiliaries, Mrs. C. Wilkes, 
Vancouver. 


Le 
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New Officers Elected By Saskatchewan 
Hospital Association 


Mr. J. J. Willett, of Unity, Sask., was elected Presi- 
dent of the Saskatchewan Hospital Association at the 
closing session of the annual convention held at Re- 
gina. Officers elected for the ensuing year are as 
follows: Honorary President, Honourable F. D. 
Munroe, Regina, Minister of Public Health; President, 
Mr. J. J. Willett, Unity; Ist Vice-President, Dr. H. R. 
Lewis, Saskatoon; 2nd Vice-President, J. M. Clark, 
Yorkton; 3rd Vice-President, A. O. Rose, Hafford; 
Secretary-Treasurer, G. E. Patterson, Regina; Execu- 
tive Committee, W. H. Madden, Fort San; Leroy John- 
ston, Moose Jaw; H. W. Cookson, Weyburn; Sister 
M. J. Longtin, Saskatoon; Miss E. C. Shirley, Swift 
Current. Next year’s convention will be held at 
Saskatoon. 


Resolutions asking the provincial government to 
make provision for the payment of hospital fees for 
patients from unorganized districts of the province; 
requesting that the cost of services of a travelling 
dietitian be assumed by the department of public works 
as a necessary hospital service; petitioning both pro- 
vincial and dominion governments to bring about legis- 
lation whereby hospitals shall be reimbursed for the 
care of immigrants who are not resident long enough in 
the province to establish residence ; and, finally, calling 
upon the government to make more suitable and ade- 
quate accommodation for persons suffering from 
chronic and incurable diseases, constituted some of the 
important business of the session. 


ay 


Manitoba Hospital Association 
Elects New Officers 


The following officers were elected for the ensuing 
vear at the recently held Convention of the Manitoba 
Hospital Association: Honorary President, The Hon- 
ourable E. W. Montgomery, M.D. LL.D., Minister 
of the Department of Health and Public Welfare: 
President, Mr. A. McIntyre, Virden, Manitoba; Vice- 
President, Miss C. McLeod, R.N., Brandon, Manitoba; 
Secretary, Dr. G. S. Williams, Superintendent of the 
Children’s Hospital of Winnipeg; Treasurer, Dr. Dou- 
gald McIntyre, Municipal Hospitals, Winnipeg, 
Manitoba. 
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Highlights of Annual Convention of 


Ontario Hospital Association 


the Ontario Hospital Association took place 

at the Royal York Hotel, Toronto, on Octo- 
ber 16th, 17th, and 18th. Registrations numbered 350, 
delegates being present from at least one hundred hos- 
pitals in Ontario, irrespective of the twenty-two Red 
‘Cross Outposts represented by several collective dele- 
gates. Since the success of any organization depends 
upon the enthusiasm of the individual to ensure unified 
and collective effort, the future of the Ontario Hospi- 
tal Association is assured. Every delegate entered into 
the program in a whole-hearted manner, so much so 
that the papers and discussions which were of the high- 
est order were given the keenest attention of every one 
present. The program represented many topics of pre- 
sent day concern, and we are certain that many knotty 
problems of administration and policy were settled as 
a result of the lucid manner in which matters were 
outlined. 


is HE largest and most successful Convention of 


*x 2K * 


The financial condition of the Association was in- 
dicated as satisfactory, there being a bank balance of 
$6,434.85, as of September 30th, 1929. Dr. Routley 


Heer eee reer ree e eee deere eee SS eae eo See eae 


expressed himself as gratified to be able to announce 
that of the 150 general hospitals in Ontario, 141 were 
paid up members of the Association. 

* * * 

An anonymous donor who wished to express his 
interest in the aims of the Association was announced 
as having placed to the credit of the Ontario Hospital 
Association with a Trust Company, the sum of $1,000, 
the income on which will be devoted to the activities 
of the Association. A vote of thanks was moved and 
seconded, after which a letter of thanks was drafted. 
Arrangements are being made with the Trust Com- 
pany to forward the thanks of the Association to the 
conor. 

Kites 

Much credit is due to Miss Dorothy Dart, the As- 
sistant Secretary of the Association, for the masterly 
and capable manner in which she handled the many 
details connected with the Convention. It was an- 
nounced at one of the Sessions that Miss Dart had 
been made full-time Secretary of the Association. The 
fact that Miss Dart’s time is required on a full time 
basis is proof that the activities of the Association are 
assuming more extensive proportions. 
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DR. F. W. ROUTLEY 
Toronto 


Hon. Secretary-Treasurer, The Ontario 
Hospital Association. 
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R. H. CAMERON 
Toronto 
Re-elected President, The Ontario Hospital 
Association. 
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So earnestly has Mr. R. H. Cameron carried out his 
duties as President of the Association, that he was 
unanimously re-elected for the ensuing year. In fact 


the satisfaction and approval of the eritire list of | 


officers resulted in their re-election for another term. 
Several changes, as indicated elsewhere, have taken 
place in the Directorate of the Association. 
ee, ee 

The film slide of Ontario hospitals caused much 
favourable comment among the delegates and the 
public. They were shown in a location which was ac- 
cessible to the guests of the hotel, and it is certain that 
they have created a lasting impression, and a greater 
realization of the status of the hospital in the commun- 
ity. The film slide had an interested audience during 
the entire three days of the Convention. 

Oe 

Another interesting feature of the Convention, and 
one which redounded to the lasting benefit of both 
the manufacturers of hospital equipment and supplies 
and the hospitals themselves, were the exhibits of more 
than twenty manufacturers and distributors. At the 
commencement of every session, the Chairman requested 
that those in attendance visit the exhibits and talk over 
their problems with those in charge. Special periods 
were set aside each day for the inspection of exhibits. 
These were of a very high order, and samples and de- 
scriptive literature were distributed for the further 
attention of the delegates. Exhibitors who were ap- 
proached for their opinion of this phase of advertising 
expressed themselves as well satisfied with the interest 
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MISS DOROTHY DART 
Now the full-time assistant secretary of 
the Ontario Hospital Association. 











‘ 
S 











CeO sO ROMO ROO eee eee ees 





November, 1929 


{y puaetahitlancaieeaanncosaanctiauiananaty "| 





css 


SC An secs ee ee Sees 


ssh ct hot ah ct mah ct seh ot oe 














US 

WW a 

nu DR. G. HARVEY AGNEW 

Toronto Be 
Secretary, Department of Hospital Service, 

eS The Canadian Medical Association. 
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which the delegates had evinced in their products. 
Further proof is to be had in the fact that several of 
the exhibiting firms have already made reservations 
for the next Convention. 

* * * 


The social side of the Convention should not be 
overlooked as it provided breathing spaces in which 
delegates were able to enlarge their acquaintance among 
hospital people. Three very successful luncheons 
were tendered to the delegates. On the first day, the 
delegates were the guests of The Robert Simpson Com- 
pany in their beautiful Arcadian Court. A welcome was 
expressed by Mr. C. L. Burton, President of the Com- 
pany, who afterwards introduced to the gathering, Mr. 
C. A. Scott of the Contract Department. The Sisters 
of St. Joseph were hostesses at a delightful luncheon 
on the following day in the Nurses’ Residence, at 
which Dr. Magner made an address of welcome on be- 
half of the Sisters. His welcome was followed by 
an instructive paper dealing with the selection of medi- 
cal staffs. A delightful buffet luncheon on the third 
day of the Convention was given by Mr. J. E. Atkin- 
son, President of the Toronto Daily Star, in the new 
Star Building on King Street West. The guests were 
welcomed by Mr. Atkinson and his charming wife, 
after which the guests were served. A particular treat 
was the invitation to make a tour of inspection of this 
stupendous newspaper plant, of which most of the 
guests took advantage. The delegation was divided 
into small groups, each in charge of an official guide. 
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MAJOR A. C. GALBRAITH 


Superintendent the Toronto Western 
Hospital, and Director of the Ontario 
Hospital Association. 
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To find the business-like Convention Rooms trans- 
formed into a formal dining room was the experience 
of the delegates who attended the annual banquet on 
the second night of the Convention. A delightful 
musical program entertained the delegates between 
courses, which was much appreciated. Mr. R. H. 
Cameron gave an address calculated to arouse the 
delegates to a full realization of the reasons for which 
hospitals exist—as ministers to suffering humanity. 
Seldom is the opportunity given to hear a speaker who 
knows his subject better than Mr. Cameron, or who is 
so manifestly in earnest. The guest speaker of the 
evening was Dr. Allan Craig of New York City, and 
his address was a second treat for the delegates. The 
keynote of his speech was an earnest plea for better 
relationships between the hospital and the public. He 
gave each delegate something to think about when he 
asked this question—‘In your rendering of service are 
you mechanically routine or judiciously human?” 
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* * * 


One is reminded of the words of Ulysses, “Old age 
hath yet its honour and its toil,’ when considering two 
of the oldest delegates to the Ontario Hospital As- 
sociation Convention. Dr. John Ferguson of the 
Western Hospital, Toronto, is identified closely with 
the founding of the Ontario Hospital Association, and 
his zeal on its behalf persists. His paper on the sub- 
ject of “Old Age Pensions ail Their Bearing on the 
Hospitals” was admittedly one of the best papers of 
the Convention. - His clear and lucid style is some- 
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thing to command respect in an age which sacrifices 
clarity to speed, and his presentation of many new and 
unsuspected angles of the subject will long be remem- 
bered by those who were so fortunate as to hear him. 
Another celebrated hospital worker was present in the 
person of Dr. Groves of Fergus, Ontario. Dr. Groves 
was the oldest delegate at the Convention. He is 
founder and head of the Fergus Hospital. Although 82 
years of age “his fighting arm has not lost its strength,” 
as one newspaper remarked in considering his cham- 
pioning of the small hospital. 


Hospital Aids Association Elects 
Provincial Officers 


Mrs. R. V. Bray of Chatham was elected president 
of the United Hospital Aids of Ontario at the recent 
Convention of that body in Chatham. St. Catharines 
was selected as the centre for the next annual Conven- 
tion. Other officers are: Honorary President, Mrs. 
A. T. Edwards, London; Honorary Secretary, Mrs. 
E. L. Hodgins, London; Secretary, Mrs. J. A. Mc- 
Lean, Chatham; Convener of the Advisory Committee, 
Mrs. O. W. Rhynas, Burlington; Members of the Ad- 
visory Committee, Miss Mary Coulter, Brantford; 
Miss Agnes Climie, Hamilton; Mrs. G. W. Houston, 
Hamilton; Chairman of the Hospital Aids Section of 
the Association, Mrs. F. Bull, Toronto; Secretary of 
the Hospital Aids Section of the Association, Mrs. F. 
Bodley, Brantford. 
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MISS BEATRICE ELLIS 


Superintendent of nurses at the Western 
Hospital, Toronto, elected chairman of the 
nurses’ division of the Ontario Hospital 

Association. 
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Provincial Special Hospital, Edmonton, Treats 
Infantile Paralysis Exclusively 


HE Provincial Special 
Hospital was established 


by the Government of the 
Province to treat the after-effects 
of Infantile Paralysis. The need 
for such an institution became ap- 
parent after the epidemic which oc- 
cured in Alberta in the late sum- 
mer and fall of 1927. Edmonton 
was chosen as the location because 
in that year the greater number of 
cases occurred in the northern part 
of the province. By arrangement 
with the University of Alberta the 
hospital was to be built close to 
the University Hospital. By this 
means use could be made of the 
kitchens and laundry of the latter 
institution and in the case of any acute condition aris- 
ing the patient could be transferred quickly to an active 
treatment institution. Building was started in the first 
week of November, 1927, construction was rushed 
through the severe winter weather and the building was 
officially opened on January 27th, 1928. The first 
patients were admitted on January 31st, 1928. In less 
than three months of severe winter weather a 60-bed 
hospital was built, equipped and ready to receive 
patients. 

The building is a one-storey frame structure of U- 
shape with the opening of the U facing south. It is 
situated about forty feet to the south of the University 
Hospital. Along the east and west sides of the hos- 
pital and across the southern end of the wards are 
large verandahs which are capable of holding all the 
beds in the wards. The verandahs are fitted with large 
awnings which can be raised or lowered. This does 
not interfere with the lighting of the wards as the awn- 
ings are raised when the patients are inside. 

The wings of the U are two large bright wards 
each containing 30 beds and cots. Off each ward is an 
isolation room capable of containing two or more beds, 
a lavatory and bath room. The beds and cots are ar- 
ranged in four rows. In place of the portable bed 
screens, the screening of patients is done by means 
of curtains sliding on wires suspended from the ceil- 
ing. These curtains are hung on the dividing line be- 
tween the beds. This system though rather detracting 
from the appearance of the wards has proven a con- 
siderable labor saver. The wards are furnished in 
plaster board and the floors are covered with battleship 
linoleum, in fact this is the finish throughout the whole 
building. The cots and beds are all fitted with large 
casters so that they may easily be moved. The west- 
ern ward is used for the girl patients and the eastern 
one for the boys. Each ward at any time may be 


treated. 


forty. 


shut off from the other and run as a separate unit 
should occasion arise. 

The central portion of the building has a lowered 
ceiling so that above there is a second storey. The 
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A Modern Hospital 
where after-effects 
Infantile Paralysis are 


The ages of Patients 
range from two years to 
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ground floor contains the offices, 
© service room, linen room, staff din- 
ing room and the kitchen. There is 
also a staff dressing room and a 
lavatory. In the hallway are two 
charting desks and portable chart 
holders as there is not room for 
them in the wards, and then there 
is less noise to distract the persons 
working at the desks. Upstairs are 
quarters for the superintendent of 
nurses and her assistant who are the 
only members of the staff who live 
in. There is also a store room and 
in the large hall is locker space for 
the storage of the patients clothing. 
The building is heated by na- 
tural gas, of which there is an 
abundant supply in Edmonton. Radiants are installed 
in the wards and the rooms throughout the building. 
The food is cooked in the University Hospital kit- 
chens and conveyed to the hospital in a heated car- 
rier. As soon as the carrier arrives in the Special 
Hospital kitchen its electrical heater is immediately 
connected up. Though there is no covered way be- 
tween the institutions yet in spite of severe weather, 
meals have always been served quite hot to the patients. 
Having no laundry in the institution this work is all 
done outside. The institutional laundry is being done 
at the Provincial Mental Institute some ten miles out 
of Edmonton. The transportation is by means of a 
daily truck service. Uniforms of the staff are done in 
the University Hospital laundry. 


of 


The accounting between the two institutions is car- 
ried on just as if the Special Hospital were an extra 
ward of the University Hospital. In making out re- 
quisitions the University Hospital forms are used. In 
addition various supplies are purchased locally or from 
other Provincial Government Institutions when this 
can be done economically. Special charges incurred 
in the University Hospital are forwarded to the Special 
Hospital where adjustments are made in the patients’ 
accounts. 


The staff consists of a medical superintendent who 
is the clinical as well as the executive head of the hos- 
pital. There is a superintendent of nurses who has an 
assistant. The two latter are the only members of the 
staff who live in the institution. The nursing staff 
consists of four graduate nurses who are assisted by 
four ward aids. These latter are a new innovation as 
far as Edmonton is concerned and the experience has 
been that they are highly satisfactory. The treatment 
of the patients is carried out by a staff of three 
trained masseuses. The secretary of the hospital is 
in charge of the business office, and a school teacher 
supervises educational work. A sub staff of four 
maids and two orderlies completes the staff. 


Continued on page 18 





November, 1929 THE CANADIAN HOSPITAL 17 


Women’s College Hospital, Toronto, 
Opens New Out-Patient Clinic 


The first step in the building program which the 
Woman’s College Hospital are conducting was taken 
on September 27th, when one of the buildings on the 
grounds of the new site on Surrey Place was opened 
as an out-patient clinic. Lady Eaton, a patroness of 
the hospital, officiated. The fine old residence at 74 
Grenville Street, has been refurnished, showing a 
happy combination of hospital efficiency and home- 
like surroundings. The pantry of the old home has 
been utilized as a dispensary, and the kitchen serves 
as a sterilizing room. 

The new out-patient department has been estab- 
lished because of overcrowding in the present build- 
ing on Rusholme Road. The space thus available has 
already been used for further bed space, and an emer- 
gency operating room. When the new building is 
erected, the new clinic will be used for a few years as 
a nurses’ residence. To the new clinic will come wo- 
men out-patients, who numbered over 6,000 last year 
at the Rusholme Road Hospital. In the basement will 
be treated “special diseases.” On the main floor, a 
former reception room is now the nurses’ office. The 
obstetrical clinic reception room is to be found in the 
large drawing room which is attractive with soft grey 
walls, pictures, chintz cushioned chairs. The old din- 
ing room is now a treatment room. 

Soft green is the colour note throughout. On the 
second floor are a nose and throat clinic, also clinics 
for medicine and pediatrics, surgery, gynecological 
clinics and the head nurses’ room. On the top floor 
are two bedrooms for four nurses, and a picturesque 
sitting room. 


Clinical W eek at St. Michael’s, 
Toronto, is Success 


During the latter part of September, a week of lec- 
tures and clinics for the benefit of general practitioners 
was given at St. Michael’s Hospital, Toronto, by mem- 
bers of the Visiting Staff in Medicine. Eighteen lec- 
tures were delivered on various familiar medical con- 
ditions which were discussed in the light of recent de- 
velopments. Clinics were conducted in the wards and 
at the Out-Patient Department. About eighty phy- 
sicians from various points in Ontario were in atten- 
dance. Everyone attending expressed great pleasure in 
the undertaking, and already arrangements for the re- 
pitition of the course next September are being dis- 
cussed. In order to frame the work to meet the needs 
and wishes of the majority, a questionnaire is being 
prepared for distribution among those who attended. 
It is pointed out that the course is free of charge and 
open to all qualified practitioners of medicine. It is 
further suggested that those intending to be present 
next September should plan to arrange their vacations 
at that time. The physicians responsible for the suc- 
cess of the course are: Dr. Julian Loudon, Jabez Elliott, 
A. J. MacKenzie, Harris McPhedran, W. B. Edmonds, 
D’Arcy Prendergast, E. A. Broughton, F. C. Harrison 
and R. T. Smylie. 
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TREMENDOUS STRENGTH 


Judged by every factor which makes for 
satisfaction — quality, “sense of touch,” fit, 
dependability, wear and economy — Sterling 
Surgeons’ Gloves are recognized by Surgeons 
everywhere “as the best.” 


Sterling Rubber Company 


LIMITED 
GUELPH - CANADA 


MAXIMUM ELASTICITY— i 


Largest Specialists in SEAMLESS Rubber Gloves 
in the British Empire 
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Safety Electric Heating Pad 


This electric heating 
pad is self-conforming 
and may be folded to 
any shape or wrapped 
around any part of 


the body. 


Each Torrid pad is 
equipped with two 
automatic thermostats. 





These maintain safe, uniform degrees of tem- 
perature and assure thorough distribution of 
heat over the entire pad. 


Six Fuses Make it 
Absolutely Safe 


The J. F. Hartz Co. 
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Provincial Special Hospital, Edmonton, Alta. 


Continued from page 16 

A patient on being admitted is assigned to one of 
the massage staff and a complete muscle test is made 
and chartered. When this is done treatment is begun 
under the direction of the medical superintendent. 
Muscle tests are made at intervals, usually about every 
three months so that the progress of the patient may 
be noted. The various forms of temporary apparatus 
such as plaster of paris jackets and splints are made 
in the University Hospital and any charges are passed 
to the Special Hospital and adjusted. Individual ap- 
paratus is made locally and charged to the patients 
accounts at cost. 

In the case of acute surgical conditions arising the 
patients are transferred to the University Hospital. 
Latterly some of the cases have come to surgery for 
correction of deformity. These cases are prepared in 
the ward of the Special Hospital and taken to the 
University Hospital operating room and_then trans- 
ferred back to their own hospital just as they would 





be handled were they in a ward in the University 
Hospital. 


When patients are ready for discharge they are 
given instructions as how to carry on and to report 
back in a certain time, usually three or four months. 
When they report in, they are examined and if pro- 
gress is satisfactory and apparatus in order they are 
allowed to go home. If further treatment seems in- 
dicated or apparatus needs renovation they are ad- 
mitted till this work is completed. 


Every possible advantage is taken of sun and fresh 
air treatment. Unless the weather is too severe the 
patients spend practicaly the whole day out on the ver- 
andahs, where they get sun treatment, muscle training 
and receive their schooling. The uniform during the 
summer consists of the popular sun suits or bathing 
suits. For protection of head and eyes, goggles and 
eveshades are issued and the beds are covered with 


Continued on page 23 


Diet Kitchen and children at study in Provincial Special Hospital, 
Edmonton, Alta. 








The Makers of D&G Sutures announce a 


New Motion Picture 


“Surgical Treatment 


of Peptic Ulcers” 


HIS is the second of a 

series of motion pictures 
presenting the fundamentals 
underlying operative proce- 
dures and actual technique 
employed in their perform- 
ance. The series is available 
without charge to Medical 
Schools, Hospitals, and Pro- 


fessional Organizations. 


DAVIS & GECK INC, - 211-221 DUFFIELD STREET ~ BROOKLYN, N. Y. 








Brief Synopsis “Surgical Treatment of Peptic Ulcers” 








The first film in this series, 
“The Relation of Absorbable 
Sutures to Wound Healing”, 
deals with the reaction of tissue 
to injury, the mechanics of the 
healing process, and factors de- 
termining the behavior of catgut 
under various conditions, as ob- 
served in the laboratory and in 
the clinic. 

The opening section of the 
present film, “Surgical Treatment 
of Peptic Ulcers’, is devoted to 
the pathology of ulcers, the rela- 
tive frequency of occurence of the 
gastric and duodenal lesions, ma- 
jor points in diagnosis, occurence 
of complications, and indicatiéns 


for operation. 


The closure of a perforated 
gastric ulcer, a gastroenterostomy 
and a partial gastrectomy are 
shown in detail, together with 
the various types of suturing. 

Throughout the film the aim 
is to show operative procedures 
generally employed rather than 
to stress the merits of any par- 
ticular method. 

As all procedures are photo- 
graphed at close range at the 
operating table, the image is large 
and clear and shows vivid detail, 
which, with the aid of animation 
and microcinematography, gives 
a better concept of the technique 
than could be had by actually 


‘watching an operation. 




















“Surgical Treatment of Peptic Ulcers” Brief Synopsis 








The new film, like the first either the amateur (16mm) or pro- 
in the series, is available for book- _ fessional (35mm) width. 
ings, without charge, to Medical Requests for bookings or in- 
Schools, Hospitals, and accredited formation should be addressed to 
Professional Organizations. It is Davis & Geck, INc., 211-221 
in four reels, and is obtainable in Duffield Street, Brooklyn, N. Y. 
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Provincial Special Hospital, Edmonton, 


Treats Infantile Paralysis 
Continued on page 18 


brown bed spreads to cut down the glare of the sun. 

Though the patients are all suffering from Infantile 
Paralysis they are not all children. The ages of the 
patients run all the way from forty years down to three. 
This discrepancy of age is rather startling to a por- 
tion, of visitors who think that all the patients are 
children. 

In addition to the patients inthe house there are a 
number of out patients. In the earlier stages when the 
number was fairly large they were treated in the Uni- 
versity Hospital out patient department by the Special 
Hospital staff. In the 18 months of operation we have. 
had 131 patients in the house and 94 in the out patient 
department. 

The cost of the building equipped was about $30,000. 
The estimated cost per patient per day in the insti- 
tution was worked out at $2.75. As the Provincial 
Government gives an orthopaedic grant to institutions 
the cost per day to the patient is $1.75 and this fee per 
day covers nursing care, treatment, medical attention 
and schooling. 


Memorial Hospital, Campbellton, N.B. 
Installs Safety Equipment 


The Soldiers’ Memorial Hospital, Campbellton, 
N.B., recently installed a Potter tubular fire escape. 
This is a recent addition to the equipment of the hos- 
pital. Safety is the first principle on which the fire 
escape works, and is specially adapted to the peculiar 
needs of the hospital. There is no possibility of any- 
one using it becoming injured, as slipping, falling, 
stumbling, pushing and confusion are eliminated. 
Being enclosed, the occupants are fully protected from 
falling timbers, smoke, flame and gas. Entrance to 
the escape is made by means of a wall trap door 
through which the patient is lowered on a mattress to 
thé tubular incline, and thence carried on the ground, 
where a platform constructed for the purpose receives 
the load without a jolt or jar. 

The large tube is erected and attached to an out- 
side wall of the hospital and is stopped at every floor, 
thus insuring a quick and safe exodus of patients and 
staff from the wards and halls. The doors leading to 
the escape are installed at floor level and are equipped 
with anti-panic locks. Pressure against a horizontal 
bar releases both doors, which swing outward into the 
mouth of the tube. The doors can never be locked 
from the inside or opened from the outside. The large 
tube itself is made from copper bearing galvanized 
steel. 


WIinnirec, Man.—The government of the province 
of Manitoba will devote $250,000 for the erection of a 
central clinic whose chief function will be the exam- 
ination of patients for discovery of incipient cases of 
tuberculosis, and for a sanatorium for tuberculous 
children. 
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MOPPING—too slow 
HAND SCRUBBING—too costly 


FINNELE ... 
JUST RIGHT! 


scrubs, waxes 


and polishes 


LD methods are constantly being dropped in favor of 

the new; and hospitals should lead in this movement— 

whether in teaching methods or floor cleaning methods. 
To oil floors is unsatisfactory, insanitary, as well as out of date; 
to mop them requires a great deal of time and leaves the floor 
streaky and partly cleaned; to have them scrubbed by hand 
is very expensive. 


FINNELL Electric Scrubber Polisher is the modern 
method of floor maintenance. It’s speedy. It’s economical. 
It’s quiet. It is an all-purpose machine—scrubs, waxes and 
polishes, and can be used on any kind of floor. When 
scrubbing, clean water is supplied for every square inch of 
floor space—every bit of dirt is chased out, even from tiny 
cracks and crevices. In waxing, it rubs the wax in thoroughly 
—leaves no sticky surfaces. 


The FINNELL gets floors far cleaner than is ever possible 
with hand methods and does the work in much less time. 
Reports from hundreds of hospitals show that the FINNELL 
actually pays for itself in labor saved, often in less than a year. 


The FINNELL can be used to advantage through- 
out the whole hospital building—in the wards, 
operating rooms, corridors, cafeteria, kitchen— 
dining rooms—everywhere. 


There are eight FINNELL models—- 
a size to meet your needs exactly. A 
FINNELL engineer will. be glad to 
make a survey and recommend the 
model you should have. For in- 
formation’ write Dustbane 
Products:\Ltd., 130 Sparks St., 
Ottawa,,. Ontario, Canada. 


Branches in pftincipal cities. 


ee 


Priced from $87.50 Up 


ELECTRIC FLOOR MACHINE 
lt waxes - It polishes + It scrubs 
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Government Builds Addition to Savard Park 
Immigration Hospital 


By B. EVAN PARRY, R.A.LC. 
Supervising Architect, 
Department of Pensions and National Health. 


7: HE new Unit recently con- 
structed is the outcome of 
a policy adopted by the 
Government, some four years ago, 
when it was decided that ail minor 
infectious cases, including medical 
detention cases other than infecti- 
ous, from immigrant ships steaming 
up the St. Lawrence, were to he 
treated at this Hospital. 

There is a capacity of fifty-two 
beds, with hospitalization compar- 
able to the requirements of the ser- 
vice. Segregation of infectious and 
non-infectious cases is provided for, 
as well as provision for the increas- 
ing flow of immigrants from Great 
Britain and other European 
countries. 

The building is of fireproof construction through- 
out and the external walls are insulated. All patients’ 
rooms have the benefit of the sun’s rays at some time 
during the day, in addition to which solaria and recrea- 
tion rooms were planned with south westerly aspects, 
these amenities proving a valuable asset in therapy. 

The building has vacuum steam-heating and oil- 
burning furnaces. The electric light wiring is in con- 
duit throughout, with special bright and dim outlets 
in wards. 

Ventilation has been carefully considered and each 
and every room throughout the building will be served 


Quebec. 
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The Medical Immigra- 
tion Service has provi- 
ded splendid facilities 
for Treatment of Sick 
Immigrants 


Canada at Port of 
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accordingly. A signal system is 
provided. 
The serving kitchens, utility 


rooms and toilets are served with 
hot water and necessary steam ser- 
vices from the existing building. 
The bed-pan sterilizers in utility 
rooms are electrically operated, as 
also the dumb waiter. 

Plumbing fixtures are worthy of 
note, inasmuch as shower baths 
will be installed in the toilets, in ad- 
dition to the baths, a practice 
which is being adopted today in all 
hospitals. 

Utility rooms will be fitted with 
bed-pan sterilizers, slop sinks, wash 
sinks, cupboards, utensil racks, etc., 
and the diet kitchens fitted with electric hot plates, 
sterilizer sinks, and refrigerators. 

The ice supply will be furnished from an artificial 
ice plant being installed in the existing hospital, and a 
complete laundry equipment arranged to serve both 
units. 

Every window throughout the hospital will be 
screened, as also special arrangements made for the 
destruction of garbage and hospital wastes. The whole 
of the floors will be concrete and covered with linoleum, 
the toilets, utility rooms, diet kitchens, servery and 


entering 


Continued on page 26 














Savard Park Immigration Hospital, Savard Park, Que. 
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NORINKLE RUBBER SHEETS 


Provide Absolute Mattress Protection 

















Norinkle rubber sheets are the most 
perfect and the most economical mattress 
protection known to the hospital world. 
Once the Norinkle rubber sheet is 
properly strapped to the bed it cannot 
slide, wrinkle or crease. Result: Comfort 
for the patient—customary bed discom- 
forts eliminated. Less work for the nurse 
—no constant adjustment of sheet neces- 
sary. Absolute mattress protection — 


eliminating cost of mattress renovation. 
Durable—they outlast 5 to 7 ordinary 
sheets, bringing the cost down to a mini- 
mum. Easily cleaned—with soap and 
water, and sterilized by sunlight. 


Displayed for the first time in Canada 
at the recent Ontario Hospital Associa- 
tion Convention, in the Royal York 
Hotel, where they caused much favorable 
fcomment. 


Exclusive Agents in Canada 
The Contract Department 


“T. EATON Cure 


TORONTO 


CANADA 


Outfitters to Hospitals, Hotels, Clubs, Theatres, and Steamships. 
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Laboratory and Two-bed Ward in Immigration Hospital, 
Savard Park, Que. 


Government Builds Addition to 
Savard Park Hospital 
Continued from page 24 


laundry being covered with terrazzo. All the divi- 


sions for W.C.’s, shower baths, etc., are to be marble. 


At the junction of all walls and partitions with floors, 
a glazed tile cove will be fixed, except where terrazzo 
occurs, in which case the terrazzo will be taken up to 
form a base. Means of escape in case of fire have 
been provided from each floor. 

The lower ground floor provides for ample storage, 
observation wards, patients’ clothing, dining rooms, 
X-ray department, and special wards for acute cases. 

It is the accepted opinion that, this Unit having been 
completed, the: Medical Immigration Service has a 
Unit, complete in every respect, for the treatment of 
sick immigrants entering Canada at the Port of 


Quebec. 





Toronto, Ont.—The new wing of St. Joseph’s 
Hospital is nearing completion and is expected to be 
ready for occupancy by the first of the coming year. 
The fine seven-storey structure is of brick, and when 
the interior is finished it will have entailed the out- 
lay of half a million dollars. It will contain 200 beds, 
while the upper storey will afford accommodation for 
75 nurses. Four elevators will provide rapid transit 
to the upper floors. An underground tunnel will con- 
nect the new wing with the old hospital. This is the 
first of three units for which the original plans call. 
The new heating plant and power house are adequate 
to take care of the entire scheme. 


* * * 


Victoria, B.C.—The principal beneficiaries in the 
estate of David Doig are the British Columbia Pro- 
testant Orphans’ Home and the Provincial Jubilee 
Hospital. The estate amounts to $431,157. 





Main Kitchen and view of Laundry, Immigration Hospital, 
Savard Park, Que. 
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Outstanding Features: 


100% Electrically Safe. 
Silent operation. 
Compact. 

Self-contained. 
Greater flexibility. 


Increased diagnostic range. j */e 

Eliminates overhead system. The Victor 

Longer tube life. ; ’ 

seme te ved x od | Shock-Proof X-Ray Unit 


under table. 


Not ioc’ by altitude or | Bey ls Kt Really Shock Pr oof ? 


Introduces a new principle 





| of control. y 
| Consistent results. i S° long have the dangers of shock been an accepted shortcom- 
Complete diagnostic service. ing of all medical X-ray apparatus that it is hard for those who 
Unit construction permits have not seen the new Victor Shock-Proof X-Ray Unit to believe 
variation according to that it is 100% electrically safe. 
) specialty. a ‘ é 
| Minimizes danger around | Yet the moment you see this newest product of Victor engi- 
ether, as when setting > neering you realize that it is exactly that. Both the X-ray tube and 
fractures, etc. the high-tension transformer are sealed in the tube-head. Im- 


mersed in oil, they are completely insulated and thus the tube- 
head, as well as every other part of the Victor Unit, can be 
handled with the utmost freedom and safety. 


The news of Victor's success in producing this shock-proof 
X-ray unit has been acclaimed the most important development in 
the field since the Coolidge tube. This unit has other radical im- 
provements of such importance that there is nothing in the entire 
field of X-ray manufacture to compare with it. 


May we send you an illustrated booklet describing and pictur- 
ing every feature of this remarkable development? 





Victor X-Ray Corporation of Canada, Ltd. 








Manufacturers of the Coolidge Tube Physical Therapy Apparatus, Electro- 
and complete line of X-Ray Apparatus cardiographs, and other Specialties 
524 Medical Arts Building, Montreal College Street, Toronto 
Close-up of tube-head, in which both the X-ray Motor Transportation Bide, Vancouver Medical Ase: Dido. Winnioes 
tube and high-tension transformer are mounted in 
oil, completely insulated and sealed, thus confining A CONERAL ELECTRIC ORGANIZATION 
all high voltages within this head. 
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New Building For Cripp 





November, 1929 


led Children’s Work 


at Calgary, Alberta 


N_ event 


The work is al- 
most entirely re- 





of in- 

terest 
to all those having 
to do with crippled 
children’s work 
took place the mid- 
dle of September, 
when the Red Cross 
Society opened 
their new Hospital 
in the City of Cal- 





gary. The work 
was commenced 
some seven years 


ago, in rented quar- 
ters, which as time 
went on have been 
found inconveni- 
ent and inadequate, 
and in consequence 
a move towards a 
new building was made early this year. 

The Junior Red Cross Crippled Children’s Hospital, 
as the institution is officially known, is now located 
on a site, an acre and a half in extent, in Mount Royal, 
the most beautiful part of the City, and commands a 
magnificent view of the whole city and surrounding 
country, as it towers high over the traffic centres of 
Calgary. 

The building purchased has been adapted for the 
needs of the hospital work at a comparatively small 
expenditure, and is now up to date in every particular. 
On the Ground floor there are the Matron’s office, 
Nurses’ Dining Room, a large ward with beautiful 
sun-porch adjoining for the Boys, a delightful Babies’ 
ward specially decorated, a small ward for detention 
and observation of the incoming patients and a spaci- 
ous kitchen with small alcove used as a dinette for 
the domestic staff. From the Kitchen a dumb waiter 
goes directly to the laundry below and to a service and 
linen room on the upper floor. 

On the Second floor there are two large wards, both 
for girls, Operating room, gymnasium room, school 
room, two bath rooms, and a wide open verandah, 
which affords a wonderful view. The grounds are a 
delight to behold, with ample lawns and _ beautiful 
evergreens. i 

To the rear of the main building the nurses’ quar- 
ters and offices of the Society are located and these 
contain five bedrooms, bath, sitting room, kitchenette 
and two offices. 

The total capacity of the hospital is forty beds, an 
increase of eight over the previous building, and al- 
though the arrangement is to a certain extent flexible, 
fifteen of these are for girls, seven for babies, fifteen 
for boys and three in the incoming ward. 





stricted to those 
children whose par- 
ents could not 
otherwise give their 
children the hospi- 
tal and medical at- 
tention needed, thus 
giving a chance in 
life to those who 
would otherwise 
grow up, in many 
cases, as_ helpless 
cripples. 

As the name of 
the hospital implies 
the great majority 
of the cases ac- 
cepted are ortho- 
paedic, and it is 
for this reason that 
the gymnasium room and its equipment is so import- 
ant. Every conceivable device for the re-education of 
the muscles is available, and Miss Spreckley, well known 
as a physio-therapist, is in charge of this work. For 
the same reason a qualified teacher is employed so 
that those children who are inmates for a lengthy 
period may not lose their school standing. To give 
an added interest to the children, flower making, etc., 
is also taught and enables the children to pass many 
an hour that would otherwise be wearisome. 

At the old hospital a solarium was in constant use 
during the summer months, and this will also be added 
to the new building. During the winter months the 
work of healing is continued artificially through the 
Quartz Lamp, a donation of the Kinsmen’s Club of 
Calgary. 

A stranger to the hospital is immediately struck with 
the happy atmosphere throughout, and this is due in a 
large measure to Miss Lynn, the Matron, who is not 
only most capable, but is beloved by all the children. 
Miss Lynn has four graduates assisting her, and there 
is a domestic staff of four and a janitor. 


Over twelve hundred cases have passed through 
the hands of the Red Cross since the commencement of 
the work and the following schedule of the work done 
last year is indicative of the type of case dealt with. 





Torticollis Chorea 
Ischaemic Paralysis Osteomyelitis 
Scoliosis Intestinal Poison 
Congenital Deformity T. B. Knee 
Dislocation of Hip Endocarditis 
Spastic Paralysis Club Foot 
Infantile Paralysis Myocarditis 


Continued on page 37 
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CENCO IMPROVED AGATE-BEARING TRIP SCALE 


(Patented) 
With Iron Parts Eliminated 
SPECIAL FEATURES 

Elimination of easily corroded iron or brass parts. 

Rigid alignment of knife edges, which are cast in place. 

Permanence of graduation marks and figures, which are etched in black on German silver. 
. Capacity, 5,000 grams. 

THE FIRST AGATE-BEARING TRIP SCALE 

The scale, which is graduated to tenths of a gram, and 
the index are of German silver and the pans are of 
vitralite, the whole combination presenting a_ very 
pleasing appearance which will remain unaffected by 
laboratory fumes. The guaranteed sensitiveness, de- 
termined by the method of swings, is one-half gram 
under full load of 5,000 grams, two-tenths gram with 
2,000 grams, and one-tenth gram with light loads, 
which will not decrease with use. 


00 TO 
Bhai $ 1 (). HOSPITALS 


Beam Graduated in Tenths of Gram 
THIS 18S AN IDEAL BALANCE FOR GENERAL WEIGHINGS IN THE HOSPITAL 
LABORATORY. 


Conmpan Sontag Company of Canaoa, Limite 
L-ABQRATORY CAND SUPPLIES 


A parat us meee Chemicals 
9 Yor« St. TORONTO 2 ONTARIO 
Pacific Coast Orrice 918PenperStW Vancouver B.C. 
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Adjustable Overbed Table 


This table can be adjusted up and down, also top 
can be raised for reading purposes, as it has raised 
edge to keep papers and books in place. This edge 
does not interfere with table being used for holding 
food tray. There is so much scope in the raising 
or lowering of this table that it can be raised beyond 
any height required and lowered low enough for a 
patient to sit in a chair and have the table at com- 
fortable height. Adjusts from 33” to 48°. Table 
space is 124%4" deep, 3314" high, 3744" wide. 
Fitted with rubber tired castors. Finished walnut, 
white or mahogany. 








PAT. APPLIED FOR 


Write for Prices. No. 2323. 


THE METAL CRAFT COMPANY, LIMITED 


Manufacturers of Hospital Equipment 
GRIMSBY, ONTARIO 
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News of Hospitals and Staffs 


4 Condensed Monthly Summary of Hospital Activities, 
and Personal News of 





ospital Workers 











Editor’s Note: Contributions of items for publication in this department will be gladly received. 
Please Address, The Canadian Hospital, 454 King Street West, Toronto. 


ALLISTON, Ont.—Miss Alice Lee of Connor, Ont., 
who has spent the past three or four years in Buffalo, 
is the new superintendent of the Stevenson Memorial 


Hospital. 
ak 


ANTIGONISH, N.S.—The annual Commencement 
Exercises of the St. Martha’s Hospital School of 
Nursing took place on September 24th. His Lordship 
Right Reverend Bishop Morrison of Antigonish con- 
ferred diplomas on twelve graduating nurses, while 
Mrs. EH. J. Stewart and Mrs. J. H. Bonner presented 
the class pins. After the Exercises, the Hospital ten- 
dered a banquet to the graduates and student nurses 
to honour the occasion. 

* * * 


BELLEVILLE, OnT.—For the enjoyment of those who 
are confined to the Isolation Hospital, the Rotary Club 
have purchased and installed a radio. 

ee, es 


BoNNYVILLE, ALBERTA.—Construction of the new 
hospital and sanatorium of the Reverend Sisters of 
Evron, France, is proceeding rapidly, and it is ex- 
pected to be completed within a short time. These will 
constitute two of the most up-to-date institutions in 
the west. The sanatorium is built on the shores of 
Lake Jessie and the sun parlours are arranged so that 
there will be from nine to twelve hours sunshine daily. 
Dr. S. Sabourin, who trained in Paris, will be in charge. 

eae 


Catcary, Atta.—The new Junior Red Cross Hos- 
pital for Crippled Children, ideally situated on Mount 
Royal, now houses 33 small patients. Miss K. Lynn 
is the matron in charge of the hospital. 

eae se 


CHARLOTTETOWN, P.E.I.—A drive for funds for the 
proposed Provincial Sanatorium took place throughout 
Prince Edward Island from September 16th to 21st. 
The bed capacity of the Sanatorium will be between 
35 and 40 beds, and it will be so constructed that ex- 
tensions in the form of wings may be added at a mini- 
mum cost. Arrangements will be made to care for pay 
and non-pay patients and Great War Veterans. 

* * * 

CHATEAUGAY Basin, Que.—An addition is planned 
for the Julius Richardson Convalescent Hospital which 
will provide quarters for the staff and an increase in 
bed capacity. 


CLARESHOLM, ALBERTA.—Miss Copely, for the past 
two years a member of the staff of the Claresholm 
Hospital, has been appointed matron of the institution 
in succession to Miss Tully. 


* * * 


DRUMHELLER, ALTA.—An addition to the local hos- 
pital containing 40 beds will be completed within a 
month or so. The capacity of the hospital will then be 
100 beds. 


ok * * 


Eatonia, Sask.—Mrs. Hester Bennett of the local 
hospital staff was honoured by a reception and pre- 
sentation. Mrs. Bennett who has resigned, has served 
the hospital faithfully for the past four years. 























Most Canadian Hospitals using 
Mechanical Refrigeration 
Have 


“YORK” 
ICE MACHINES 


“The Best Made” 


Let us send you the names of those nearest you. 


Canadian Ice Machine Co., Ltd. 


TORONTO 


Montreal Winnipeg Vancouver 
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ESTEVAN, SasK.—Miss Blanche Sifton, a 1929 LRRR RR RE RR RR RERERERRRERERERRERRERERRERE a 
graduate of the local hospital is now night supervisor 
of that institution. 








* * * 


Ferniz, B.C.—Plans are being made for an addi- 
tion to the Fernie General Hospital, and construction 
will commence early in the spring. The new wing is to 
be two storeys in height with a basement, providing 
an emergency receiving room, nurses’ dining room, 
mote kitchen space, operating room with a surgical 
suite adjoining, space for eight more beds and general 
storage accommodation. The city will contribute 
$16,000 toward the cost. 


* * * 


Grace Bay, N.S.—Miss Rhoda McDonald of Syd- 
ney Mines has been appointed assistant to Superinten- 
dent Miss Barbara McRae. She replaces Miss Jean 
McLean who has returned to her home at Stellarton. 
Previous to her departure she was the recipient of 
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resentations from the hospital staff and student ° pe 
i + Highest Standard ¢ 
* * * + e ° +t 
Hatirax, N.S.—Sister Catherine Gerard and Sister = Surgical Dressings t+ 
Rose Angela of the Staff of the Halifax Infirmary t + 
have returned from St. Mary’s Hospital, Rochester, % Gauze Cotton t 
Minnesota, where they have completed a six months’ + 2 + 
Post Graduate Course in Operating Room Technique. [fs Belleview Rolls +t 
* * * t t 
HamILton, Ont.—Having graduated from the Gen- [9 t 
eral Hospital Nurses’ Training School this spring, Miss t rT) 99 t 
Dorothy Woodhall has entered Western University, Fé Dalmaplast + 
London, where she will take a six year course in Medi- Fs - + 
re | Adhesive Plasters _ {f: 
es eae + t 
Hanna, Avserta—An extension to the Hanna [fs + 
Municipal Hospital was formally opened by the Hon. {f% ° ° = 
George Hoadley, Minister of Public Health, on Sep- [FS Superior Quality t 
tember 12th. The new wing increases the accommo- [ff ~ 
dation from 22 to 54 beds. t +t 
toes : : 
Haze.ton, B.C.—Another engine and generator in + SMITH xX NEP HEW + 
the power plant of the local hospital will practically + LIMITED + 
double the amount of power available at the present [ps + 
time. The new plant will also meet the requirements [3 468 ST. PAUL STREET WEST = 
of the new hvspital to be built next year. + MONTREAL t 
le. : : 
InnisFaIL, ALBerta.—The Innisfail Municipal {Rg + 
Hospital which was opened in November, 1926, has al- [fg + 
ready proved inadequate for the needs of the district, z : 
and plans have been made for a $25,000 extension. + + 
ee - t 
=a sw 
INVERNESS, N.S.—A two and a half storey addition 3 > 
is being added to the Inverness County Hospital, with Fs : 
accommodation for twenty-five patients. > + 
‘ * + > 5 
Kitscoty, ALBerTA.—A cottage style hospital is + = 
being built at Kitscoty, Alberta, which will serve that + :: 
town and the surrounding district. The hospital is [Bg + 
° . . . + wa = a 
being built by public subscription. + = 
Continued on next page SHEE 
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Ask Any of these Hospitals 
What They Think of the 














Toronto Western Hospital, 
Toronto. 


Hamilton General Hospital, 
Hamilton. 

Brantford General Hospital, 
Brantford, 

Charlotte Elenor Englehart 


Hospital, Petrolea. 
Mount Forest General 
Hospital, Mount Forest. 
Victoria Hospital, London. 
Galt Hospital, Galt. 
General Hospital, Sault Ste. 
Marie, Ont. 
Mountain Sanatorium, 
Hamilton, Ont. 
ans Hospital, Kingston, 


Sensenbrenner “_ ‘ 
Kapuskasing, t. 
Grace Hospital, Toronto. 




















—for Patient Comfort 
—Ease of Handling 
—Sanitary Features 


CANADIAN 
Spring-Air 
Mattress 


VERY medical 

authority recog- 
nizes the importance 
of sound, drugless, 
relaxed sleep. That is 
why the Canadian 
Spring - Air Mattress 
has been so enthusi- 
astically received by 
leading Canadian 
Hospitals. 


Write to-day and let 
us send you a sample 
on approval. Judge 
for yourself the amaz- 
ing comfort, sanita- 


tion, convenience and economy 
afforded by this extraordinary 


mattress. 





The Canadian Feather & 
Mattress Co. 


LIMITED 


Toronto ° 


- Ottawa 


‘“‘We Keep Awake that Others May Sleep’”’ 
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News of Hospitals and Staffs 


Continued from page 30 


Lonpon, Ont.—The work of the War Memorial 
Children’s Hospital was demonstrated at the Western 
Fair, London, Ont. Interesting exhibits included a 
number of the more important orthopaedic appliances 
used for curative work. Posters displayed other phases 
of the hospital’s work, including the summer cottage 
at Port Bruce, where the young patients spent several 
weeks in the sunshine and fresh air. Of particular 
interest was the school exhibit, for public school work 
is regularly carried on at the hospital. 

ee te 


Mriramicui, N.B.—Miss Catherine Denovan, a gra- 
duate of the Montreal General Hospital, has accepted 
a position as head nurse and operating room superin- 
tendent at the Miramichi Hospital. Miss Olive Mc- 
Kay, superintendent of the hospital, has returned from 
Montreal and has resumed her duties. 

oe 

MonTREAL, Que.—Miss Mabel Hersey, superinten- 
dent of nurses at the Royal Victoria Hospital, has 
sailed for Great Britain and Europe, where she will 
study developments in nursing and nurse education. 
Miss Hersey is president of the Canadian Nurses’ As- 
sociation. 

ee 


MontrEAL, Que.—Work on the new hospital for 
residents of St. Henry’s division was started in Sep- 
tember. The cost of the new institution will be $300,- 
000, of which the Provincial Government will pay 
$230,000. The new hospital will come under the 
Public Charities Act, and will contain 200 beds. It 
will be under the direction of the Grey Nuns, but open 
te citizens of all races and denominations. It is ex- 
pected that the hospital will be completed early next 
spring. 

ee Seo 

MontTreEAL, Que.—The death occurred recently of 
Dr. J. G. Gardner of Montreal, who served in the cap- 
acity of consultant physician to the Montreal General 
Hospital, the Children’s Memorial Hospital and the 
Ladies’ Benevolent Society. 

* * ok 


Mount Forest, Ont.—At a special meeting of the 
Mount Forest General Hospital Board, a resolution 
was unanimously passed to change the name of the hos- 
pital to “The Louise Marshall Hospital,” in honour of 
the donor, Mr. W. G. Marshall and Mrs. Marshall. 


* * * 


Nakusp, B.C.—Tickets are being sold at Nakusp 
which entitle the purchasers to membership and free 
hospital treatment. The funds raised are to be used 
for additional equipment at the local hospital. 

ee ee 

NraGARA FAs, Ont.—The Board of the Niagara 
Falls General Hospital is raising by public subscription, 
$150,000, which will be used to double the capacity of 
the existing hospital. There will be added semi-private 
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rooms for middle class patients, an up-to-date mater- 
nity department, a children’s ward and public wards. 
The increased capacity will allow surgical and medical 
patients to be segregated, which has not been possible 
in the past. 


* * * 


OsHAawa, OntT.—A complete refrigeration system 
has been installed at the Oshawa General Hospital 
through the generosity of R. S. McLaughlin, President 
of General Motors of Canada. 


* * * 


Owen Sounp, Ont.—Miss Mary Miller of Wiar- 
ton has been appointed dietitian of the Owen Sound 
General and Marine Hospital. Miss Miller was 
formerly assistant in the Western Hospital at Pitts- 
burgh, Pa. 


*” * * 


Port ArtHuR, Ont.—Mother Priscilla of the Parry 
Sound house of the Sisters of St. Joseph has arrived 
at Port Arthur to become Mother Superior of the St. 
Joseph’s General Hospital. Mother Aldegone, who 
was Acting Mother Superior of the hospital for the 
past few years, has gone to Peterboro. 


* * * 


Prince ALBERT, SASK.—Miss Winona Maguire, a 
graduate of the Estevan Hospital, will take a position 
on the staff of the Prince Albert Sanatorium when 
completed. 


* * * 


SASKATOON, SAsK.—Miss Kathleen Walsh, a 1929 
graduate of the Grey Nuns Hospital, Regina, has ac- 
cepted the post of instructress of nurses at St. Paul’s 
Hospital, Saskatoon. Miss Walsh is a gold medallist 
in pediatrics. 


* * * 


SELKIRK, Man.—The contract will soon be let for 
the new unit of the Selkirk Mental Hospital. The 
building when completed will cost about $200,000, 
without furnishings. It will be constructed and equip- 
ped with Manitoba-made material. It will be three 
storeys in height and will be heated from the main 
power building, a connection to be made by the con- 
struction of a tunnel. 


* * * 


STETTLER, ALta.—The local hospital is in the pro- 
cess of constructing a 25-bed addition, which will be 
ready in about a month. 


* * * 


Sypney, N.S.—The formal opening of the new St. 
Rita’s Hospital took place on September 12th. Linked 
up with the former Ross Memorial Hospital is a 40 
by 40 annex, constructed at a cost of approximately 
$100,000. The new hospital is of 50 bed capacity, and 
is four storeys in height. 
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Hospital Cleanliness 
is VITAL! 


There are many floor surfaces in the 
hospital that must be kept thoroughly 
clean . . . that must be cleaned quickly 
and frequently. It is real economy, 
therefore, to employ the best equipment 
available. 


Lincoln Twin Disc 


F loor Machines 


enable you to make 
floors much cleaner in 
half the time that an 
inferior job could be 
done with old- 
fashioned methods. 
There is a model of 
the Lincoln Twin 
Disc for every scrub- 
bing, polishing and 
sanding re- 
quirement. Tell 
us what floor 
space you have 
and we will 
recommend 
equipment that 
we can guaran- 
tee to cut your 
maintenance 
cost. 


The Twin Disc is noiseless 


Frank P. Lalonde Co. 


Janitor Supplies and Sanitary 
Specialties 
Montreal Office: 
383 Youville Square’ - - MArquette 3837 
Toronto Office: Ottawa Office: 
183 Church Street 303 Birks Building 
WaAverley 3165 Queen 6783 
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| A Complete Line of Quality First 


Building Maintenance Supplies 


are always at your command. Our many 
Branches make it possible to give you prompt 
delivery any place in Canada. 


Note Handy Top | 








D-B Deodorizers 
D-B Liquid Soap 
D-B Chad (Dirt 
Solvent) 
D-B Detergent 
D-B Mopping 
Powder 
Pearline 
Ivory Soap 
H Toilet Paper 
coocsnel Paper Towels 
Sponges 


Brushes, Mops, 
etc. 





D-B Kleenup (Cleaning Paste) 

Hospital size: 70 Ibs. and Barrels 
Finnell Floor Cleaning and Polishing Machines 
are saving our customers many dollars besides 
improving conditions. 


Dustbane Products, Ltd. Dept. R. 
OTTAWA - ONTARIO 


Toronto — Winnipeg — Vancouver 


Montreal a 

















BURKE ELECTRIC 
and X-RAY CO. 


Limited 
Complete X-Ray and Physio- 


Therapy Installations for 
The Hospital 


Maintenance Service 
Supplies 


The Kelley-Koett Co. 
X-Ray Apparatus 


The Burdick Corporation 
Light Therapy Apparatus 


The General X-Ray Co. 


Morse Wave Generator, Audotor, etc. 


490 Yonge Street Hartz Bldg. 
Phone KIngsdale 5520 1434 McGill College Ave. 
Toronto Montreal 
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Exhibits of Hospital Suppliers at 
O.H.A. Convention 


N entirely new and interesting feature of 
ed the Sixth Annual Convention of the On- 

tario Hospital Association held at the Royal 
York Hotel on October 16th, 17th, and 18th, were the 
exhibits of twenty-one manufacturers of hospital sup- 
plies and equipment. Official recognition of their 
connection with the Association was given by the in- 
clusion of their names in the printed program of the 
Convention. Moreover the program was arranged 
in such a manner as to set aside definite periods for the 
inspection of the exhibits, and the Chairman of each 
session drew further attention to the exhibits by stat- 
ing that the Convention as a body should be grateful 
to the firms who had supported the Association. 

The interested groups which surrounded the ex- 
hibits at all times gave testimony to the enthusiasm of 
the delegates for this innovation. Those in charge of 
the exhibits were unanimous in their opinion that the 
Convention had opened up new avenues of business by 
putting them in personal touch with those in whose 
hands the buying of hospital supplies lies. It has 
been mentioned elsewhere, but the fact is worthy of 
repitition, that several of those who exhibited this year 
have already made space reservations for the next Cons 
vention. Moreover, enquiries are beginning to come in 
from companies who are contemplating exhibits next 
year. 

There were several firms who wished to co-operate 
with the Association in some way but for various rea- 
sons could not make exhibits. Their greetings to the 
delegates of the Convention were expressed through 
the medium of banners displayed on the walls of the 
Convention hall. These firms were as follows: 
Cheney Chemicals, Limited, The Textile Products 
Company and J. & J. Cash Incorporated. These ban- 
ners were artistically made of grey silk with the letter- 
ing carried out in blue. Silk cords finished with at- 
tractive tassels were suspended from the spear-headed 
rods on which they were hung. Greetings from the 
Canadian Hospital Journal were also expressed through 
a similar banner. 


The Canadian Fairbanks-Morse Co. Limited 


This company displayed an extensive range of Col- 
son institutional equipment including trucks of vari- 
ous types, marking tables for laundries, linen hampers, 
Dolly trucks which facilitate the moving of heavy fur- 
niture, wheel chairs for all conditions of invalidism, 
kitchen equipment, etc. 

Cassidy’s Limited 

A unique feature of this display were the trays laid 
out with the china and flatware used by different On- 
tario hospitals. Kitchen utensils of Wear Ever alum- 
inium, Staybrite steel which resists heat, acid, and rust, 
copper-nickel utensils, aluminum trays, fireproof cook- 
ing china, vitrified china, suitable for public wards and 
general help, Elkington plate holloware and flatware 
and fine china for the nurses and private patients were 

















November, 1929 


also displayed in a most attractive manner. The dis- 
play was in charge of Mr. W. R. Sissons. 
Corbett-Cowley Limited 
All types of hospital apparel in cotton and cotton 
drills or ducks were on exhibit at the Corbett-Cowley 
booth. On a clothes rack in the rear of the exhibit 
were Doctors’ coats and pants, operating suits, oper- 
ating gowns, patient’s bed gowns, orderlies’ suits, pneu- 
monia jackets, ether jackets, lethotomy sheets, bath 
robes, patients’ wrappers, maids’ uniforms, proba- 
tioners’ uniforms, ward helpers’ uniforms and observa- 
tion capes. In fact almost everything in cotton goods 
required by the hospital was included in the exhibit. 
The Denver Chemical Mfg. Company 
This company presented to the delegates in a scien- 
tific manner the uses of their product “Antiphlogistine” 
in booklets entitled “Infected Wound Therapy,” and 
“Inflammatory Processes and Their Treatment.” 
Samples of this product were also distributed to the 
delegates. 
Dustbane Products, Limited 
Finnell machines which scrub, wax and polish were 
demonstrated to the delegates who were not familiar 
with their operation. D. B. Lusta Wax, paste cleaners, 
vacuum moppers, Olaceda, Kresol, lemon polishing 
oil, Kleenup paste, Dustbane, soap powders, were just 
a few of the Janitors’ supplies which were on exhibit. 
The T. Eaton Co. Limited 
The Kaufman “Norinkle” rubber sheet shown by 
the T. Eaton Co., Limited, aroused considerable in- 
terest among the delegates inasmuch as these sheets are 
dated by the manufacturer when they leave his hands 
so that the user may have a positive check up on the 
length of service and the ultimate cost. Other inter- 
esting features of the sheet were demonstrated by Mr. 
A. C. Chandler of the Special Contract Department. 
Hospital beds, bedside tables, lamps, instrument cases, 
metal furniture, flatware, and Ottawa Valley blankets 
in pastel colours were also shown. 
Grand & Toy Limited 
Of special significance to the small hospital especi- 
ally are the hospital recording forms which have been 
adapted to the needs of smaller institutions. These 
have been standardized and are kept in stock. A cross 
indexed filing system such as is in use at the Toronto 
General Hospital was also displayed. “Visible” ac- 
counting systems which co-ordinate with the manner 
in which returns must be made to the government were 
explained to interested groups of delegates. 
J. F. Hartz Co. Limited 
Representatives of the J. F. Hartz Company ex- 
plained the proper technique in the use of Wilmot 
Castle sterilizers. The display of hospital equipment 
also included Castle combination bed pan sterilizers, 
McKesson anaesthetic pumps, instruments, Monel 
metal ware, Perfection breast pumps and the McKesson 
Low-Vac. 
The Heidbrink Company 
This Company are well known Minneapolis manu- 
facturers of anaesthetic apparatus which offer the 
operator fine control, responsiveness and convenience. 
Ingram and Bell Limited 
This Toronto firm showed a fine range of hospital 
Continued on next page 
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% PURE WHEAT + % TEXTILE SIZE 
«+s ‘Blended In Solution’’ 





SIZE 


and be better 
Satisfied... 


! 


Coats, aprons, uniforms, etc., 
then take on new wearing life, 
look like new, feel and fit better. 


! 


Your laundry manager can then 
do away with cooking, preparing, 
hand starching, drying and 
dampening. 

” 


SATIN FINISH may be used 
raw-—sprinkled over the wheel 
while running the last rinse or 
blue water—it dissolves instantly, 
like snowflakes. After running a 


few minutes, extract and iron. 


! 


SATIN FINISH is a textile size 
adaptable to laundry use. Write 
for free sample and try it. Samples 
sent only to laundry managers 
and superintendents of hospitals. 


Manufactured by 


THE KEEVER STARCH CO. 
COLUMBUS, OHIO, U.S.A. 


(Hospital Department) 
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Your Marking Problem Solved! 


Cashis) Names & Woven Labels 


Ensure clear, neat and 
permanent identification. 
SAMPLES AND PRICES ON REQUEST 


J. & J. CASH, INC. 


10 Grier Street - Belle ille, Ont. 




















We make and supply the 


— standard systems and equip- 
y ment for Hospital Record Keep- 
ing. Samples and complete 


| information on request. 
System Service Department 
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) CANADIAN LABORATORY SUPPLIES 
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Canada’s Leading Laboratory 
Zancs Supply House mes 


Headquarters in Canada for Laboratory Apparatus 
and Chemical Reagents 


437-439 King Street West - Toronto 2, Ont. 
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HOSPITAL AND INSTITUTIONAL 
Crockery, Silver and Glassware 


Distributors for 


JOHN MADDOCK & SONS, LTD., ENGLAND 


We specialize in Institutional Equipment and 
sell direct. May we send you quotations 
on any of the above lines you may require? 


BRITISH & COLONIAL TRADING CO. 
LIMITED 
284-6 Brock Avenue - TORONTO 























GEO. R. PROWSE RANGE CO. 


LIMITED 


High-Grade Kitchen Equipment 
for Hospitals, etc. 
2025 UNIVERSITY ST. . MONTREAL 
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Exhibits of Hospital Suppliers at 
O.H.A. Convention 


Continued from page 35 
equipment and supplies, including American sterilizer 
equipment. Instruments and hot water bottles were 
also included. 
Johnson & Johnson Limited 

The many well known products of this firm were 
displayed in a blue and white booth which was very 
attractive. Gauze, adhesive tape in the new metal con- 
tainer which makes the last inch available for use, 
sutures, powder and cream are some of their products. 

The Jem Rubber Company 

There were many things to interest the delegate at 
this exhibit and practical demonstrations of the com- 
tort of their air cushions were the order of the day. 
They also showed hot water bags of rubber or rubber- 
covered with corduroy, pillows, mattresses of all kinds, 
operating table Airo-pads, drain sheets. 

Lewis Mfg. Co. of Canada Limited 

Curity zinc-oxide adhesive ready cut for use and 
on handi-spools were displayed by the Lewis Manu- 
facturing Company. Curity ready-made dressing pads, 
surgical sponges, cellucotton, gauze and celluwipes were 
also on display. Illustrated booklets set forth the ad- 
vantages of these products as time and money savers 
and were given to the delegates who visited the booth. 

Metal Craft Co. Limited 

Almost half a room was necessary to- house the ex- 
hibit of the Metal Craft Company. Included in their 
products were all metal furniture of many types, 
screens, overbed tables adjustable for reading height 
and position, instrument cabinets, wheel stretchers, 
obstetrical beds of the newest types, stools, tables, dres- 
sing carriages and efficient-looking record desks. 

National Grocers Limited 

Gold Medal Products are synonymous to hospitals 
with the highest grade of food products. Thirty-one 
distributing warehouses in Ontario assure institutions 
of expeditious service. The products of the National 
Grocers are packed in their own factories at Toronto 
and Owen Sound, Mr. E. S. Calder, in charge of Hos- 
pital and Institutional Consuming Trade, greeted the 
many delegates to the Convention whose hospitals his 
company serves. Samples of Gold Medal Products 
were distributed for personal trial. 

; Chas. H. Phillips Chemical Co. 

To those who were not already familiar with the 
products of this company, samples of Milk of Mag- 
nesia and Dental Magnesia were given, and an inter- 
esting talk from their representative outlined their ex- 
cellencies and uses. 

Robert Simpson Co. Limited 

Gatch beds of Simmons design with combined bed 
and treatment lamp with extension irrigating rod, de- 
signed to the specification of Mr. Decker of the To- 
ronto General Hospital for the new Private Patients’ 
Pavilion formed part of the exhibit. A new combined 
bedside and overbed table adjustable to three heights 
and positions was demonstrated by Miss Colborne, as- 
sistant to Mr. C. A. Scott of the Contract Department 
and Miss Colborne’s assistant who was dressed in a 
becoming nurse’s uniform. A wax model in complete 
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uniform with navy and red cape was poised realistic- 
ally over one of the beds, and the smartness of the out- 
fit occasioned much comment. Mattresses, linen blan- 
kets, overstuffed chairs of chintz suitable for sitting 
rooms or private rooms, metal furniture, etc., were 
also included. A new dresser adaptable to the needs of 
a private patient of either sex was prominently dis- 
played. Both this and the overbed table were topped 
with a rubber composition, impervious to liquids, in 
marble effect. The “White Line” Guaranteed Scanlon 
Morris operating tables, Models A-4 and A-5 were 
ably demonstrated by one of the firm’s representatives 
from Madison, Wisconsin. 
Victor X-Ray Corporation of Canada, Limited 

Delegates were very interested in the display of the 
Victor X-Ray Corporation under the management of 
Mr. Ray E. Wells of the Toronto Branch office. X- 
Ray plates were shown as well as the apparatus itself, 
also Coolidge tubes and physical therapy apparatus. 

Vi-Tone Company 

It was very refreshing after a lengthy session to sip 
a cup of Vi-Tone and feel its energizing effects. Its 
derivation from the Soya Bean was explained by Miss 
Sutherland and Mr. H. B. Bond, and pamphlets show- 
ing its analysis as determined by the University of 
Toronto were distributed. 

A. Wander Ltd. 

The composition, chemistry, nutritive and therapeutic 
properties of Ovaltine were ably recounted by the 
gentleman in charge of this exhibit. And just to prove 
how delicious Ovaltine is, either hot or cold, a pleasant 
demonstrator offered the delegates a delicious cup of 
this beverage and explained how easy it is to vary a 
milk diet by its use. 

G. H. Wood & Co. Limited 

Pleasant smelling “Zefir’ Blocs which correct air 
conditions were demonstrated during the sessions, and 
we understand that Cedar, Rose, Oriental Bouquet, 
Lavender and Lilac odours are available. The Kelley 
scrubbing machine was put in operation at various 
times for the benefit of the delegates. Liquid and 
block disinfectants, all kinds of sanitary products and 
a hand dryer also formed part of the exhibit. 


New Building for Crippled Children’s 
W ork at Calgary, Alberta 


Continued from page 28 


T. B. Glands Amputation 

T. B. Leg Dilation of Heart 

Hernia — Fractured Femur 

T. B. Hip Valvular Disease of Heart 


Supra Condylar Fracture copra] Palsy 
of Elbow 
Kyphosis Ulcer of Cornea 
Poleomyelitis T. B. Spine 
Spastic Flat Foot Dilation of Colon 
Arthritis Hip and Abscess Claw Foot 
Fibrocystic Femur Knock Knee 
The whole success of the institution is due to those 
members of the Medical profession who have given 
of their time and skill voluntarily, that the children 
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LA PERLE 


PURE FRENCH OLIVE OIL 
Analyzed and pronounced “a perfect specimen of 
live Oil.” 

Write, wire or phone at the expense of 


W. G. PATRICK & CO., LTD. 


51-53 Wellington St. W. Toront | 
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WE PACK SPECIALLY 
FOR INSTITUTIONS 


Double Cream Custard Powder, Jelly Powder, 
Alinit Chocolate Dessert, Flavoring Extracts, 
Pudding Powders, Beverage Syrups. 


Samples and prices on request. 


HARRY HORNE CO., LIMITED 
1297-1303 Queen St. West - Toronto, Can. 
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—for— 
STERILIZATION Accepted the 


world over as a needed safety measure 
SAMPLES FREE 


A. W. DIACK 
5533 Woodward Ave. : DETROIT, Mich. 














Classroom Equipment 

















CLASSROOM EQUIPMENT 


Dissectible Models, 
Charts, Bone Studies, Dolls, Specimens and Slides 
for 
Anatomy, Physiology, Obstetrics, Gynecology, 
Neurology, Embryology, Otology, 
Laryngology, Etc. 


Denoyer-Geppert Company 
5235-57 Ravenswood Ave. - CHICAGO, See | 
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POSITIONS OPEN 


AZNOE’S HOSPITAL OPPORTUNITIES: (A) ANES- 
THETIST for small Pennsylvania hospital to spend part time 
X Ray and Laboratory work. $110 to $125 and maintenance. 
(B) DIETITIAN wanted in New England hospital. $100 
and maintenance. (C) NIGHT DUTY NURSE, 60-bed hos- 
pital, mostly surgery; New York. $90. (D) NIGHT DUTY, 
Montana, Protestant preferred, knowing Obstetrics. 30 or 
more. $90. (E) INSTRUCTRESS for Colorado 200-bed 
hospital, 65 students. Protestant, B.S. degree. $125 and 
maintenance. (F) WO FLOOR SUPERVISORS, New 
England 175-bed hospital, $85 to start. (G) NIGHT SUPER- 
VISOR, 100-bed New Jersey hospital. $100 or more. (H) 
Experienced LABORATORIAN to assist present Technician 
and take charge occasionally. Open salary. New York 110- 
bed hospital. Woman Laboratory and X Ray TECH- 
NICIAN for 60-bed New England hospital; $75 and main- 
tenance. No. 2602, Aznoe’s Central Registry for Nurses, 
30 North Michigan Avenue, Chicago, Illinois. 





DIPLOMAS 


DIPLOMAS—ONE OR A THOUSAND—Illustrated cir- 
cular B, mailed on request. Ames & Rollinson, 206 
Broadway, New York, N.Y. 


BLANKETS 

BLANKETS FOR HOSPITALS—“If it’s blankets, buy 
the Skelton Brand.” We specialize in hospital blankets 
and sell direct from the mills. Get better quality blankets 
at lower prices. Hundreds of prominent hospitals are our 
customers. Write for miniature samples and prices. 
Skelton Woollen Mills Company, 47 King St. West, 
Toronto. 
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taken in might have a chance of regaining their right- 
ful heritage of health and happiness. Of these gentle- 
men, Dr. R. B. Deane, an outstanding orthopaedic sur- 
geon, is entitled to special mention, as by far the 
greater part of the work has fallen to him, and some 
of the results obtained by him can rightfully be classed 
as amongst the miracles of Surgery. Dr. Robert 
O'Callaghan, the chairman of the Hospital Com- 
mittee, has also given a tremendous amount of time 
and effort towards the work that has been accomplished. 


This particular branch of Red Cross in common with 
all its activities, is supported entirely by voluntary con- 
tribution, the only grant received being the usual per 
diem hospital grant from the Provincial Government. 
In view of the fact that the Society has undertaken 
a big liability in connection with this new building, in 
addition to the task of carrying the ordinary mainten- 
ance charges, the Executive are entitled to the great- 
est possible credit for their courage in going ahead 
with the project. It is felt, however, that the greater 
accomplishments possible will more than repay them 
for the difficulties that they are endeavoring to 
overcome. 


Toronto, Ont.—The annual convention of the On- 
tario Society of Occupational Therapists was held in 
Toronto on October 17th and 18th. 
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Toronto, Ont.—The old Hallam property on the 
north east corner of Isabella and Huntley Streets has 
been ‘purchased by the Orthopedic Hospital for a con- 
sideration of $65,000 as a site for a new 50-bed 
building. 

ee os 

Toronto, Ont.—Miss Mary Acland of Ottawa has 

joined the staff of the Sick Children’s Hospital. 


* * * 


WInpsor, Ont.—Plans for the $75,000 Nurses’ 
Home to be erected for Grace Hospital are now being 
revised by the architect. According to the revised 
plans, the building will have a height of three storeys, 
will measure 180 by 176 feet and will be of concrete, 
brick and steel construction. The building will be large 
enough to house between 60 and 70 nurses. 
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